PB8101CdM flameproof type 


Industrial Pressure Transmitters are essential devices used to measure and 
monitor pressure in various industrial processes. They play a crucial role in ensuring 
the safe and efficient operation of machinery, equipment, and systems in industries 
such as oil and gas, chemical processing, pharmaceuticals, water treatment, and 
manufacturing, among others. 

The main function of an Industrial Pressure Transmitter is to convert the physical 
pressure exerted on a sensing element (e.g., a diaphragm or a piezoelectric material) 
into an electrical signal, which can be easily transmitted and interpreted by control 
systems, computers, or human operators. These transmitters are designed to handle a 
wide range of pressures and are known for their accuracy, reliability, and stability in 


harsh industrial environments. 


PB8301CNM level integrated transmitter 


Liquid level transmitters are devices used to measure and monitor the level of 
liquid in various industrial and commercial applications. They are essential 
instruments in industries such as oil and gas, chemical processing, water treatment, 
food and beverage, pharmaceuticals, and many others where accurate and reliable 


liquid level measurements are crucial for efficient and safe operations. 


PB8600 submersible level transmitter 
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Submersible level transmitters are devices used to measure the level of a liquid 
while being fully submerged in the fluid. They are commonly employed in various 
industrial and environmental applications, including water and wastewater 


management, oil and gas production, chemical processing, and many others. The 


submersible design allows these transmitters to operate continuously and accurately 


even when immersed in the liquid medium. 


Contact imformation 


Address: No.7 Hongqiao Road, Yuyao, Zhejiang, China 
Tel: +86-19519115764,+86-574-62723629 

E-mail: hgxh@huangong.com 

Web: https://www.nbqingyang.com/ 


